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you read in the paper. I am sorry I said that and
you may think I was spying on you, but I did see
you crying and I wish you would tell me why "
"I was not crying," said Rosa. "I don't believe
you saw me. You are trying to find out what I did
because you're jealous. I don't believe you saw
anyone."                                                  J
And on her words, above their heads a voice
floated down the wall of the stairs, a voice that was
like Rosa's or Belle's, a young girl's voice
"Echo! Echo!" it called.